To: 

From: 

Sent: 


Mylott,  Richard[Mylott. Richard@epa.gov];  Harrison,  Meiissa[Harrison. Melissa@epa.gov] 
Frosch,  Dan 

Tue  8/11/2015  10:42:13  PM 


Hey  Rich,  Melissa: 

Just  to  be  clear,  I’m  wondering  what  rate  Gold  King  was  leaking  water  before  the  breach  and 
immediately  after  the  breach?  I’m  fairly  certain  you  guys  have  released  this  info,  but  can’t  find  it 
on  your  site. 


Thanks, 

DF 


Dan  Frosch 

Reporter,  The  Wall  Street  Journal 
(469)  506-9048 

dan  ,frosch@wsi  .com 

twitter:  @djfroschWSJ 
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